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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 07541 261001Z 

53 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

015779 

R 260830Z JUL 76 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8284 

UNCLAS TEHRAN 7541 

E.O. 11652: NA 
TAGS: BBSR IR 
SUB J : WTDR/FTI 

REF: USDOC 10591 

I . IRAN 2. CNTRY CODE: 507 3. SER NO: 0042300 
R. DAFTAR MACHINE 

4A. CODE: K 4B. CODE: 4 C. CODE: 

5. ABASABAD AVENUE, CORNER OF ROOSEVELT. P.O. BOX 11/1385 

6. TEHRAN, IRAN 

7. EXTABL: 1967 8. EMPL: 25 9. SIZE: (20-X) MEDIUM 

10. REPUTATION: (22-X) GOOD 

II. SELLS ITS PRODUCTS THROUGHOUT IRAN 

12. RPT. DATE: 7/76 

13 A: 35791-235 AGT DIST IMP OF OFFICE MACHINES 

13B. 35730/235 AGT DIST IMP OF ELECTRONIC COMPUTING EQUIP. 

13C. 35794/235 AGT DIST IMP OF DICTATING, TRANSCRIBING, 

AND RECORDING MACHINES 

13D. 26495/235 AGT DIST IMP OF BUSINESS MACHINES SUPPLIES 
13E. 35550/235 AGT DIST IMP FO OFFSET PRINTING MACHINES 

14. CONTACE: BIJAN KHORAM TITLE: MANAGING DIRECTOR 

15. CABLE: DAFTARMACHINE 16. TELEX: 212574 KHRM IR 

17. TEL: 844455-847540-848361 

18. FINANCIAL REFS: BANK MELLI IRAN, BANK OF IRAN AND 
JAPAN, TAKHTE-TAVOOS BRANCH 

19. TRADE REFS: SAME AS(20) 

20. AGENCY REPS: SIMPLEX TIME RECORDERS CORP., GARDNER. 
ASS, FIRE ALARMS, 1969, DICTAPHONE CORP NEW YORK, 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 TEHRAN 07541 261001Z 

DICTATING MACHINES, 1969, EXTEL INTERNATIONAL CORP., 
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NORTHBROOK, ILL. TELEPRINTERS, 1975, PLESSEY 
TELECOMMUNICATIONS, USA, FASCIMILE EQUIP. 1974, 

TELEDYNE CAMERA SYSTEMS, ARCADIA, CALIF, CAMERA SYSTEMS, 
1975.ROBOT FOTO UND ELEC. GERMANY, CAMERA SYSTEMS, 

1973, RICOH, JAPAN, OFFSET PRINTING MACHINES, 1969, 

MITSUBISHI, JAPAN, PLAIN PAPER COPIERS, 1973, UHER WERKE 
MUNCHEN, GERMANY, RECORDING EQUIP. 1973. 

21 . FIRM IMPORST, WHOLESALES AND RETAILS DICTATING 
MACHINES, CALCULATING MACHINES, BUSINESS MACHINES, 
OFFSET PRINTING EQUIPMENT, PAPER SUPPLIES FOR BUSINESS 
MACHINES, FIRE ALARMS AND TRANSMISSION EQUIPMENT, FROM 
UNITED STATES, EUROPE AND JAPAN. IT EXCLUSIVELY 
REPRESENTS NUMBER OF FOREIGN SUPPLIERS, AND CONDUCTS 
BUSINESS BOTH FOR ITS OWN ACCOUNT AND ON COMMISSION 
BASIS. FIRM WAS ESTABLISHED IN 1967 BY BIJAN KHORAM, 
MANAGING DIRECTOR, WELL-KNOWN IRANIAN BUSINESSMAN. 
BANKING SOURCE REPORTS FIRM'S REGISTERED CAPITAL AT 

5 MILLION RIALS WITH GOOD REPUTATION. FIRM REPORTS 
ITSWORKING CAPITAL AS 50 MILLION RIALS. EMBASSY 
RECOMMENDS FIRM AS GOOD TRADE CONTACT. 

22. PREPARED BY: H. TUTUNCHIAN APPROVED BY D E WESTLEY 
AT AMEMBASSY TEHRAN 

HELMS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TEHRAN07541 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760286-0725 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760720/aaaaarng.tel 

Line Count: 85 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hackerpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ThomasVJ>; APPROVED <03 JAN 2005 by hackerp0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: WTDR/FTI 

TAGS: BBSR, IR 

To: COM 

Type: TE 
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